To:  Earthford@aol.com[Earthford@aol.com] 

Cc:  Russell,  Carol[Russell. Carol@epa.gov];  tsukamoto.tim@gmail.com[tsukamoto. tim@gmail.com] 

From:  Timothy  Tsukamoto 

Sent:  Mon  8/10/2015  3:16:54  AM 

Subject:  Re:  Gold  King  Spill 

Hello  Carol. 

I am  traveling  back  home  to  Reno  tonight  but  will  be  available  to  talk  about  the  situation  with 
you  tomorrow  if  you  would  like.  You  can  also  email  me  if  that  is  easier. 

I do  have  equipment  available  to  mobilize  quickly  and  neutralize  the  acid  mine  drainage.  I will 
send  you  a report  from  a similar  project  that  I do  for  the  state  of  California. 

Best  regards, 

Timothy  Tsukamoto,  PhD 
Principal  Chemist 
TKT  Consultong,  LLC 
775-846-9659 


On  Sunday,  August  9,  2015, , <earthford@aol.com>  wrote: 

Hi  Carol, 

Not  sure  if  you  will  see  this,  but  TimTsukamoto  did  a treatability  test  for  us  on  the 
American  Tunnel  discharge  and  his  equipment  could  neutralize  the  Gold  King 
discharge  if  EPA  has  a settling  pond  available.  I would  vouch  for  him  if  you  need 
him.  I could  get  you  more  info  if  you  need  it  or  you  can  contact  him  directly. 

Karl  Ford 
303-956-9504 


Timothy  Tsukamoto,  Ph.D 
Principal  Chemist/Manager 
TKT  Consulting,  LLC 
(775)846-9659 

CONFIDENTIALITY  RIGHTS  RESERVED.  The  Communications  are  intended  to  be  legally 
privileged  communication  between  the  recipient  entity  and  the  sending  entity.  If  you  are  not  the 
intended  recipient  you  are  hereby  notified  that  any  disclosure,  copying,  distribution  or  use  of  any 
of  the  information  contained  in  or  attached  to  this  transmission  is  STRICTLY  PROHIBITED. 
You  are  also  prohibited  from  distributing  this  information  to  any  third  parties  without  the 
sender’s  express  permission.  If  you  have  received  this  transmission  in  error,  please  immediately 
notify  the  sender. 
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